Approved For Release 20 



urily Informallofl 


P61 S00750A0001 0 


SSffl 

care so 




21 October 1952 


25 X 9 A 5 

25 X 9 A 5 


MEMCR/ilffiXM FCR: Assistant Director, Cvurrent Intelligence 
StffiJECS: 


Intelligence of | 



Hf 


and 


It would be appreciated if you woold advise as to vhai, 
answer I should give Dr. Colby on the attached request. He 
is a Hfijaber of the IAC representing the Atomic Energy Con- 
mission. If you see no objection I will drop Dr. Colby a 
note inferring him that a reply to his request will be 
forthcoming within sotae period of tine which you indicate . 


JAMES Q. RESER 
Assistant Director 
Intelligence Coordination 
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